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This is what I have thought proper to communicate 
of my abovefaid Obfcrvations $ and with great Reipeft 
L remain. 

Tour mofihumbk Servant , 
Anthony van Leeuwenhoek* 


lit i Observations of the Eclip/e of the Mbott, on 
Jan. 12, 1712-12. By the Revd. Mr, Wm. 
Derham, K % In a. Letter* to. Rich. Waller 
Mffc R> S. Seeri 

Vpmnfter, Jan. 14. .iyi£. 

SlF,., 

S Aturday Evening being clearj gave me a good op* 
portunity of obferving the Lunar Eclip/e. The 
Times are very nice, and'the Obfervations made with 
an exeellent Six- foot Telefcope, as followed^ 
h > 

6. i f A dusfeifhnefs upon the N. Eaft fide of theMoonv 

6, 36 A thick Penumbra an. the Moon- 

6* 37 The Penumbra fo denfe, that it mayibe taken? 

for the Beginning of the Edipfe. 

61 jy . The Eclipfe undoubtedly is beguru. 

A 4j The Shadow fo dark; thatsit nearly hidrther 
Meons N.Eafternly Limi, 

fp 2i.. Moons Diameter by the Mi«romet©r-.idi2 equat, 
parfSj equal to 31' ■45^* 

the. 
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f, 25' The diftance of the Shadow from the oppofite 
luminous Umb of the Moon, reprefented by the 
Line /. «. was 1025 Parts of the Micrometer, e« 
qual to ao Minutes. 

•8. 51 End of the Eclipfe is very near. 

8 . 32 End of the Eclipfe. 

8. 32 4')'' Eclipfe is undoubtedly ended. 

8, 36 A J?emmbra is left. 

ft unluckily fell out, that I difordered my Microme¬ 
ter at the Beginning of the Eclipfe 5 fo that I could 
not take with any exa&nefs the Inclination of the Cufps, 
and fome othey Matters T had a mind to have obferved* 
to fupply which defedt in fome meafure, I have Cent you 
a Type of the Eclipfe as well as I could by guefs. And 
from the fame defeat I cannot warrant the Micrometri¬ 
cal Meafures of the Moon’s Diameter, and her eclipfed 
Parts to be otherwife, than fomewhat near the truth 5 
perhaps not exa&ly true. 

JPig* 4. A Type of the Lunar Eclipfe Jan. 12.1711-12. 
m.i. c.r. reprefents thetwoClafpers of the Micrometer, 
parallel to the Equator. 

N. The Northern, S. the Southern part of the Moons 
Disk, running between the Clafpers of the Micrometer. 

/. u. The enlightned part of the Moon, being 1025 
Micrometrical Parts, or 20* 

I am forry I had not Heveliu? s Map of the Moon, to 
have noted the Spots the Shadow paffed over; but I 
hope to mend that defeft, if I live to obferve another 
Lunar Eclipfe. With great Refpeft I am 

Tottr mjl humble Servant, 


W. DERHAM; 
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III. Some 





















































































